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BRIEF SUMMARY: 

It is requested that $15,000.00 of project 310 funds be made 
available to CSGfiS-85 for the procurement of SIABA and SIGCULl 
parts. Project 120, to be used in the rehabilitation of these 
machines for War Reserve stock. 
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